AMENDMENT NO. 1 AUGUST 2022 
TO 


IS 2630 : 2021 NITROBENZENE — SPECIFICATION 
( Third Revision ) 


(Page 1, clause 3.1) — Substitute the following for the existing clause: 


‘3.1 Description 


The material shall be a pale yellow to yellow liquid, free from visible impurities and water.’ 


[Page 1, Table 1, SI No. ix), col (2)] — Delete ‘p-nitrochlorobenzene’. 


(Page 1, Table 1) — Insert the following NOTE below Table 1: 


“NOTE — When test for Assay, as mentioned at SI No. vii) is carried out, distillation range test and crystallization point test are optional.’ 


(PCD 26) 
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